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at least 2 feet from the floor on supports so constructed as to leave clear open space 
between the bottom of the coop and the floor or ground. 

Sec. 3. All feed for any such live hares, rabbits, guinea pigs, apes, monkeys, squir- 
rels, white mice, chickens, turkeys, geese, ducks, doves, pigeons, parrots, birds, or 
other fowl, provided for in sections 1 and 2 of this ordinance, shall be kept in closed 
metal receptacles so constructed that the contents shall be inaccessible to rats, and no 
such feed shall be thrown or scattered on any floor, area, or open space, but shall be 
placed only in the coops hereinabove provided for. 

Sec. 4. Every day's violation of any provision of this ordinance shall constitute a 
separate and distinct offense. 

Sec 5. Whoever shall violate any provision of this ordinance shall, on conviction, 
be punished by a fine of not less than $10 nor more than $25, or. in default of payment 
by imprisonment in the parish jail for not less than 10 days nor more than 30 days, or 
both, at the discretion of the court having jurisdiction of same. 

Sec 6. This ordinance shall take effect from and after the 15th day of August, 1914. 

Plague — Prevention of the Introduction and Spread of— Measures to Prevent 
Rats from Entering or Leaving Vessels. (Reg. Bd. of II., July 25, 1914.) 

Section 1. From and after the promulgation of this ordinance it shall be unlawful 
for any vessel, steamboat, or other water craft to lie alongside of any wharf or dock in 
the city of New Orleans, and such vessel, steamboat, or other water craft shall be 
fended off from said wharf or dock in such mariner that no part of such vessel, steam- 
boat, or other water craft shall be nearer than 8 feet from the nearest point of said wharf 
or dock by a floating fender or spars of sufficient strength to maintain said distance of 
8 feet, and each such spar and each such chain, hawser, rope, or line of any kind 
extending from any such vessel, steamboat, or water craft to said dock or wharf shall 
be equipped with and have properly and securely attached thereto a rat shield or 
guard of such design, and in such manner, as shall be approved by the health officer 
of the city of New Orleans. 

Sec. 2. No gangplank, staging, or other structure whereon or whereby rats may 
board or leave such vessel, steamboat, or other water craft shall be extended there- 
from to the wharf or dock except during such time as loading or unloading is in progress, 
and when being loaded or unloaded a competent man, specially detailed for that 
purpose by the owner, master, or officer in charge of such vessel, steamboat, or other 
water craft shall be stationed at each such gangplank, staging, or other structure, 
whose duty it shall be to prevent rats from boarding or leaving such vessel, steamboat, 
or other water craft and, if possible, to destroy same. 

Sec 3. After the hour of sunset all such gangplanks, staging, or other structure pro- 
vided for in section 2 of this ordinance shall be removed from such wharf or dock, 
provided that when loading or unloading is required to be done after sunset the same 
shall be done in the manner provided by section 2 of this ordinance, and provided 
further that such light or lights shall be furnished by the owner, master, or other 
officer in charge of such vessel, steamboat, or other water craft, and so placed at or suffi- 
ciently near to each such gangplank, staging, or other structure as to so light such 
gangplank, staging, or other structure that the presence of rats may be easily and read- 
ily seen, and such additional competent men as may be necessary shall be detailed in 
the manner and for the purpose provided for in section 2 of this article, provided that 
at the end of each such gangplank, staging, or other structure shall be kept whitened 
at all times when in use for a length of 10 feet. 

Sec 4. No crated cargo or empty barrels, boxes, or other containers, especially 
those from or intended for the storeroom, shall be permitted to leave or be received 
aboard of any such vessel, steamboat, or other water craft until the same shall have 
been so inspected as to insure that they contain no rats. 
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Sec. 5. It is hereby made the duty of the owner, agent, and master or other officer 
in charge of any such vessel, steamboat, or other water craft to comply with all the 
provisions of this ordinance. 

Sec. 6. Each day's violation of any provisions of this ordinance shall constitute a 
separate and distinct offense. 

Sec. 7. The officers and employees of the dock board of the city of New Orleans are 
requested, and the police force of the city of New Orleans are enjoined and required, to 
assist in the enforcement of th s whole ordinance and to report any violation thereof 
to the board of health for the parish of Orleans and the city of New Orleans. 

Sec 8. Any person who shall violate any provision of this ordinance shall, on con- 
viction, be punished by a fine of not less than $10 or more than $25, or, in default of 
payment, by imprisonment in the parish jail for not less than 10 nor more than 30 days, 
or both, at the discretion of the court having jurisdiction of same. 

Plague — Prevention of the Introduction and Spread of— Rat Proofing of Buildings. 
(Reg. Bd. of H., July 27, 1914.) 

Section 1. From and after the promulgation of this ordinance every building, 
outhouse, and other superstructure now erected, or hereafter to be erected, in the city 
of New Orleans shall be rat proofed in the manner hereinafter provided for. 

Sec. 2. It shall be unlawful for any person, firm, or corporation to have or maintain, 
or hereafter to construct, any building, outhouse, or other superstructure on any lot, 
open area, or other premise within the city of New Orleans unless the same shall be 
rat proofed in the manner hereinafter provided for. 

Sec. 3. For the purpose of rat-proofing all buildings, outhouses, and other super- 
structures in the city of New Orleans, except stables, shall be divided into two classes, 
to wit: Class A and Class B ; and the same shall be rat-proofed in the manner following, 
to wit: 

Class A. — All buildings, outhouses, and other superstructures of Class A shall have 
floors made of concrete, which concrete shall not be less than 3 inches thick and over- 
laid with a top dressing of cement mosaic tiling or other impermeable material, laid in 
cement mortar, and such floor shall rest, without any intervening space between, 
upon the ground or upon filling to be approved by the health officer of the city of New 
Orleans; said floor shall extend, and be hermetically sealed, to walls surrounding said 
floor, which walls shall be made of concrete, stone, or brick laid in cement and mortar, 
and each wall to be not less than 6 inches thick, and shall extend into and below the 
surface of the surrounding ground at least 2 feet, and shall extend not less than 1 foot 
above the surface of said floor: Provided, That in certain cases, and after written per- 
mission shall have been obtained therefor from and in a manner to be approved by 
by the health officer of the city of New Orleans, wooden floors and wooden removable 
gratings may be laid upon such concrete floors; and in certain cases, after such written 
permission shall have been first obtained from the health officer of the city of New 
Orleans, tar-cinder composition flooring, as hereinafter defined and provided for, may 
be substituted for such concrete floors. That tar-cinder flooring hereinabove provided 
for is hereby defined to be a composition of cinders and coal tar only, and when laid to 
be covered by a wooden floor. 

The cinders used in the composition shall be free of soft ash and clinkers and shall 
be brought to the work dry. 

The coal tar used in the composition shall be the product of the dry distillation of 
coal and shall contain not more than 2 per cent of water and shall be free from any 
mixture with other substance or thing. 

The composition of, and manner of laying, tar-cinder composition flooring shall be 
as follows: 



